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Separate paging Is given to this Part in order that it may be hied as a separate 

compilation 

MINISTRY OF INDUSTRY 
(Department of Heavy Industry) 

CORRIGENDUM 

New Delhi, the 23rd January, 1980 

G.SJt, 56(E).—Government of India published the Mild Steel Tubes, (Ex¬ 
cluding Seamless Tubes & Tubes according to API specification) (Quality- 
Control) Order, 1978, In the Gazette of India Extraordinary dated the 18trt 
July, 1978. 

2. Iir the Hindi version of the said Order, the number HTogstofao 274 (n) 
shall be substituted by ht 0 * 57 opto 374(f). 

[No. 13019(33)/78-EIM] 
HARI BHUSHAN, Adviser (Technical) & Ex. Officio Jt. Secy. 

1215 Ql/19 (99) 
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